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TAGS: ETRD, EEC 

SUBJECT: STANDARDS HARMONIZATION: OPTIMUM METRIC FASTENERS 
(OMFS) 

REF: A) US NATO 2881 

B) BONN 7608 

C) BONN 6610 

D) EC BRUSSELS 3442 

AN EC COMMISSION OFFICIAL IN THE DIRECTORATE GENERAL FOR 
EXTERNAL AFFAIRS ( AARTS ) TOLD US ON MAY 23 THAT AT THE LAST 
113 COMMITTEE MEETING THE GERMAN REPRESENTATIVE REPORTED 
THAT US AND EC INDUSTRY REPRESENTATIVES APPEARED TO BE MOVING 
TOWARD A SOLUTION OF THE OPTIMUM METRIC FASTERNER STANDARD 
PROBLEM WITHIN THE ISO. ON THE BASIS OF THE RELAXED GERMAN 
POSITION THE COMMISSION RECOMMENDED THAT THE ISSUE BE 
LEFT TO INDUSTRY TO RESOLVE AND THAT THE COMMITTEE TAKE 
ANOTHER LOOK AT THE SITUATION FOLLOWING THE AUTUMN ISO 
MEETING IN GENEVA. 
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